Silver  Spring  Presbyterian  Church 
Located  on  the  Silver  Spring  Road 
Mechanicsburg,  Pennsylvania  —  R.  D.  No.  5 
Founded  in  1734 
Present  Ch>>"h  Building  Erected  in  1783;  Chapel 
in  1885;  Educational  Building  in  1960. 


